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u Filtrona Instruments & Automation Ltd 

Rockingham Drive, Linford Wood East, Milton Keynes MK14 6LY 
Telephone: 0908 233833 • Telex: 82429 • Fax: 0908 235333 


29 July 1994 


Mrs C C Bright 
Philip Morris USA 
2000 Walmsley Blvd 
PO Box 26603 
Richmond Va 23261 
U.S.A. 


Dear Cindi, 

CORESTA TASK FORCE 

MEASUREMENT OF PAPER PERMEABILITY 

I am pleased to enclose the minutes of the third and final meeting of this Task Force, 

Contained in the minutes is the statistical analysis of the Collaborative Study to 
establish R & r for the Method and the Recommended Method which is now submitted 
to CORESTA. 

I would like to take this opportunity to thank the members of the Task Force for their 
support and good spirit of co-operation. 

I look forward to seeing you at the CORESTA Congress in Harare later this year. 

Very best regards, 


't^OUACU 


Barry J Camm 
Technical Director 
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